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Message Text 

UNCLASSIFIED 

PAGE 01 LONDON 14854 071219Z 
ACTION SS-15 

INFO OCT-01 EUR- 1 2 ISO-OO /028 W 

127141 071623Z/50 

R 071214Z SEP 77 
FM AMEMBASSY LONDON 
TO SECSTATE WASHDC 8019 

UNCLAS LONDON 14854 

E. O. 1 1652:NA 

TAGS: ENRG, MNUC, PARM, TECH, UK 

SUBJECT: NUCLEAR SUPPLIERS GROUP MEETING JUNE 22-23 
REF:A)STATE 209481: B) LONDON 12590; C) 178718 

1 . IN RESPONSE TO REF C, EMBASSY CALLED OXFORD AND 
CAMBRIDGE CLUB AUGUST 8 AND SPOKE AGAIN WITH CLUB 
OFFICE TO CONFIRM DR. NYE HAD NOT BEEN IN CLUB FOR 
BILLED STAY AND THAT HIS OFFICE WOULD BE MAILING LETTER 
DIRECTLY. 

2. CLUB IS NOW CLOSED FOR SUMMER HOLIDAYS AND THERE IS 
NO ONE AVAILABLE IN OFFICE UNTIL SOMETIME NEXT WEEK. IN 
ABSENCE OF ANY FURTHER QUERY FROM CLUB SINCE CALL OF 
AUGUST 8. HOWEVER, EMBASSY BELIEVES THAT MATTER IS 
CLEARED UP AND WILL RE-CONFIRM AND REPORT NEXT WEEK. 

BREWSTER 
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Expiration: 
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